
Agilent Technologies 


Invoice To: 

Western Mass Public Health 
Jim Hanchett 


Ph 413-545-2601 

Fax 

E-mail james.hanchett@state.ma.us 


Ship To: 

Western Mass Public Health 
Jim Hanchett 413-545-2601 


Ph 413-545-2601 

Fax 

E-mail james.hanchett@state.ma.us 


Item 

No. 

Item 

001 

G2614A 


Autosampler Tray 

002 

G2614A 


Autosampler Tray 

003 


004 


005 



Folk OIG PRR 096750 












Agilent Technologies Inc. 
2850 Centerville Rd 
Wilmington DE 19808 


Budgetary Quote for Services 

Quotation Number 

Quotation Date 

Serial Number 

1-4771860367 

11/6/2012 

1JS00907569 

Customer Reference 

Model Number 

Repair With I .oaner 

G2614A 

Payment Terms 

Payment Method 

***Due Net 30 Days*** 

PO's or Credit Cards are accepted 


Direct Inquires to: 

Agilent Technologies Inc., Customer Service 

Phone: (800) 227-9770, Opt 3, 1 7648# 

Fax: (302) 993-5963 


Description 


Qtv / 
Hour 


Unit 

Price 


Extended | 
Price 


Loaner 

1 

$310.00 

US$310.00 

Repair 

1 

$908.88 

US$908.88 




US$0.00 




US$0.00 




US$0.00 


Folk OIG PRR 096751 




For Budgetary Purposes Only. Prices are subject to change without notice. 

If an order for service is not placed within 30 days from the budgetary quotation date, then a new budgetary quotation will be issued. 

If additional parts, consumables, or supplies are required, the current list price will be charged for them.** 

***End of service parts are contingent upon availability. 

Unless otherwise indicated herein, products referenced in this document will receive a 90 day replacement warranty. 

If a refurbished/exchanged part becomes unavailable, the new part will be substituted which will increase the price. 

This Quotation is valid only for the period indicated. All Services quoted are subject to the then current version of the Agilent Service and Support Terms and Conditions (E16S) 
or the Agilent Terms and Conditions of Sale and Service (El 6) with respect to spare parts and/or other applicable Agilent terms referenced herein. A copy of the relevant Agilent 
Terms & Conditions is either attached or has been previously provided to you. Please contact us if you have not received a copy or require an additional copy. If you have a 
previously signed agreement with Agilent covering such Services or spare parts, the terms of that agreement will take precedence for those Services or spare parts. Agilent 
expressly objects to any different or additional terms in your purchase/sales order documentation, unless agreed to in writing by Agilent. Spare parts and Service availability 
dates are estimated at the time of the quotation. Actual delivery dates or delivery windows will be specified at the time Agilent acknowledges and accepts your purchase order. 
The above conditions shall apply to the fullest extent permitted by the law governing this transaction and shall not derogate from any statutory or legal rights you may have 
thereunder. Commodities, technology or software exported from the United States of America ("U.S.") or from other exporting countries will be subject to the U.S. Export 
Administration Regulations and all exporting countries' export laws and regulations. Diversion contrary to U.S. law and the applicable export laws and regulations is prohibited. 
Warranty: Unless otherwise indicated herein, spare parts referenced in this document will receive a 90 day replacement warranty. 
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